
STOP 



Early Journal Content on JSTOR, Free to Anyone in the World 

This article is one of nearly 500,000 scholarly works digitized and made freely available to everyone in 
the world by JSTOR. 

Known as the Early Journal Content, this set of works include research articles, news, letters, and other 
writings published in more than 200 of the oldest leading academic journals. The works date from the 
mid-seventeenth to the early twentieth centuries. 

We encourage people to read and share the Early Journal Content openly and to tell others that this 
resource exists. People may post this content online or redistribute in any way for non-commercial 
purposes. 

Read more about Early Journal Content at http://about.jstor.org/participate-jstor/individuals/early- 
journal-content . 



JSTOR is a digital library of academic journals, books, and primary source objects. JSTOR helps people 
discover, use, and build upon a wide range of content through a powerful research and teaching 
platform, and preserves this content for future generations. JSTOR is part of ITHAKA, a not-for-profit 
organization that also includes Ithaka S+R and Portico. For more information about JSTOR, please 
contact support@jstor.org. 



1005 



July 19, 1907 



smallpox were discovered. On account of the fact that the proper 
isolation had not been carried out the vessel was placed in quarantine 
in accordance with paragraph 113 of quarantine regulations. The 
immigrants have been placed in the quarantine station and vaccina- 
tion has been carried out, together with the usual general disinfection. 
(See Public Health Eeports, July 5, 1907, page 929.) 

HONDURAS. 

Report from Ceiba, fruit port. 

Acting Assistant Surgeon Reynolds reports as follows : Week ended 
June 30, 1907. Present officiallv estimated population about 6,500; 
general sanitary condition of this port and the surrounding country 
during the week, good. 

Bills of health issued to the following-named vessels : 
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INDIA. 



Report from Calcutta — Transactions of service — Cholera, plague, 
and smallpox — Cholera epidemic in Kashmir. 

Acting Assistant Surgeon Eakins reports. June 13 : 

Week ended June 8, 1907. No transactions. 

Week ended June 1, 1907. Thirty-two deaths from cholera, 100 
deaths from plague, and 26 deaths from smallpox. 

In Bengal during the same week, 735 cases and 642 deaths from 
plague. 

The cholera epidemic continues in Kashmir. The number of cases 
reported for the week ended June 3 was 1,447, with 771 deaths. 

Since November, 1906, the total number of cases reported is 10,550, 
of which 5,689 were fatal. 

Plague at Karachi and in the Punjab. 

From Consul-General Michael, under date of June 6 : 
Plague is locally as prevalent and destructive as when considered 
to be at its worst. In Karachi 3 Europeans have been attacked, 2 
fatally. Many are being inoculated against the disease. 

In Rawalpindi district, Punjab, plague has assumed alarming pro- 
portions. The people are panic stricken, and are flying from the 
villages to the city of Rawalpindi for help and safety. The con- 
ditions are becoming worse. There is no wood to burn the dead, 
and the timber taken from houses is being used. Some Hindus, 
contrary to their religion, have buried their dead. 
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